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Item No. 


Part No. 
XD-~SP-1;70-001 
XD-SP-170-002 
XD~SP--;70~003 
XD-SP-l,70-00h, 
XD-SP-1,70-005 
XD-SP-l\70~007 
XD-SP-1,70~-009 
XD-SP-l,70-009 
XD-SP-l,70-O11 
XD-SP-1;70-012 
XD~SP-);70-013 
XD-SP-1,70-01), 
XD-SP-l:70-015 
XD-SP-70-016 


XD-~SP~l70-O17 


STATINTL 


Nomenclature 
Belt 

Buzzer 
Capacitor 
Circuit Breaker 


Counter 


Relay 
Roller 
Switch - 
Switch 
Switch 
Switch 


Transformer 
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2 


1 


Date: 22 October 1959 


1.08 


9026 
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